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MR. ECCLESTON: Today's date is October 10, 
2001. The time is 819 hours. This is Christopher 
Eccleston of the Fire Department of the City of 
New York. I'm conducting an interview with the 
following individual. 
Q. Please state your name, rank title and 
assigned command area regarding the events of September 
11, 2001. 
A. Felix Marquez, paramedic assigned to 
Battalion 20. 
MR. ECCLESTON: Also in the room is? 
PARAMEDIC KELLEHER: Paramedic Kevin 
Kelleher, shield 5044, assigned to Battalion 20. 
Q. Were you assigned to the World Trade Center 
disaster on September 11, 20017 
A. Yes, | was assigned to 03 x-ray. We were 
dispatched to the World Trade Center. 
Q. En route to the alarm, what did you see? 
A. En route to the alarm as we was on the 
Sheridan Expressway, we was able to see the towers on 
fire. We went down to the World Trade Center, down the 
FDR, down the east side. 
Q. When you arrived at the World Trade Center, 


where did you park your vehicle and what vehicle was 
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it? 
A. It was vehicle 110, | was the driver of the 
vehicle. We exited off the FDR around Battery Park. 
We was headed westbound down Maiden Lane when tower two 
collapsed. When tower two collapsed, we made a left 
on to Liberty back on to Broadway, trying to make our 
way away from the tower. It was very hard to see due 
to all the rubble and the dust. | remember on our 
radio was people screaming, asking for back up, telling 
that the tower was collapsing. 

We were trying to make our way to help to get 
people out, but we was unable to so we headed down, 
south down Broadway where we picked up a police 
Lieutenant, who was in distress. We put him into the 
back of the ambulance, me and Kevin, and we proceeded 
south bound down Broadway. 

Q. After you picked up this police officer, 
where did you respond with him? 
A. We headed -- we just kept driving until we 
got to a safe distance away because we was unable to 
see due to all the dust and the debris and all the 
stuff that was falling. We just kept driving down, 
southbound down Broadway, until you couldn't go more no 


more. We ended up at South Ferry. 
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Q. What happened with this police officer, did 
you -- 

A. This police officer was at the tower, and he 
was able to get away. He was complaining of severe 
respiratory distress, so we got him in the back and we 
started treating him. As | was driving down, my 
partner, an EMT named, Juan Vega, was treating the 
patient. We stopped at South Ferry to proceed with our 
treatment and care for this police officer. 

Q. Did you turn over care and treatment to 
somebody else? Did you stay with him or did you go 
back up to the site? 

A. No, we stayed with the police officer and 
since we made South Ferry we realized this was a pretty 
safe distance away from the tower, a good place to 
reset staging. So me and my partner, Kevin Kelleher, 
got on the air and we said staging at South Ferry. 

Q. This was basically the first time you parked 
your vehicle. Can you indicate on the map | provided 
to you approximately where you stopped and parked your 
vehicle? 

A. Our first stop when we picked up the police 
officer was about Liberty and -- Exchange, sorry. We 


came down Maiden Lane down Broadway. We got flagged 
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down around Exchange and Broadway to pick up the police 
Lieutenant. That was our first stop, when we picked 
him up. 

Q. Can you just indicate on the map witha 
number 1. Okay. Then the next stop where you stopped 
your vehicle? 

A. It's not on this map. It's at the South 
Ferry, where the ferry goes to Staten Island. 

Q. When you stopped at South Ferry you set up a 
triage? 

A. Yes, we set up staging. 

Q. How long did you stay there for? 

A. I stayed there for approximately 12 hours. | 
was there for approximately 12 hours. There was a lot 
of patients over there complaining of distress. City 
workers, me and my partner parked the ambulance and 
started treating patients. 

Q. You remained in that staging area, you didn't 
go back up to Ground Zero to the site? 

A. Not until later on that evening. 

Q. Not until later on that evening. Okay. Who 
was the officer running that staging area, do you 
recall? 


A. Yes, after approximately an hour, hour, 45 
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minutes, an hour, Chief Basile came to the scene. 

Q. Where were you when the second tower 
collapsed? 

A. We was by Maiden Lane and Broadway, in that 
area. 

Q. What were you doing there when the tower 
collapsed? 

A. We were responding to a unit in distress 
screaming for medics. 

Q. You were still driving? 

A. We were still driving, yes. We was trying to 
make our way to the corner of Church and Broadway. 

Q. Did you make any radio communications that 
might be important to us? 

A. Yes, we let the dispatcher know that that 
unit that was in distress, and screaming for 
paramedics, we told him that we would respond to that 
location. Dispatcher acknowledged it and we proceeded 
63 en route to Church and -- | believe it was Church 
and Broadway. Church and Vesey, sorry. Church and 
Vesey. 

Q. Is there anything else you would like to add 
to this, any other information you might have, any 


feelings or emotions, anything you need to add? 
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A. It was a hectic day. Other than that, we did 
the best we could do. That's pretty much it. 
MR. ECCLESTON: Thank you very much for your 
time. The time is now 826. This concludes our 
interview. The setting on the tape recorder is 


124. 


